#17-32 2017 WATER DISTRIBUTION SYSTEM IMPROVEMENTS/VARIOUS LOCATIONS 


Bid Results:_Bidder_Base Bid_Base Bid + Alt #1_Base Bid + Alt #1 + Alt #2 


GTA Co., Inc. 

$856,979.75 

$918,882.10 

$1,101,389.70 

A.D. Paolini. LLC 

$919,772.75 

$981,676.35 

$1,176,566.30 

DeFelice Corp. 

$932,506.00 

$1,013,570.00 

$1,208,199.00 

Joseph P. Cardillo & Son 

$998,929.84 

$1,109,432.19 

$1,313,440.54 

Commonwealth Construction 

$1,008,858.73 

$1,107,533.83 

$1,336,866.43 

Revoli Construction 

$1,021,461.00 

$1,102,983.60 

$1,324,216.45 

N. Granese & Sons 

$1,153,455.75 

$1,284,058.35 

$1,539,016.05 




